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DOCKET 70*1113 GENERAL ELECTRIC CO., WILMINGTON, MC

9107020180 Forwards financial assurance documents submitted by B Wolfe, on behalf
of GE business components that operate facilities licensed by NRC under 10CFR1.
BURGESS.H.C. General Electric Co. 91/04/04. Region 1 (Post 820201). 2pp.
58315:247-58315:297.

9107080173 Advises that listed documents will be forwarded for NRC review & consid-
eration of approval of startup following 910529 V-104 incident.
WINSLOWT.P. Genera! Electric Co. 91/06/19. EBNETER Region 2 (Post 820201).
1 p. 58389:198-58389:198.

9107080188 Forwards criticality safety review of unsafe geometry HVAC ducts to sup-
port startup folfowing V-104 incident.

WINSLOW.T.P. General Electric Co. 91/06/19. EBNETER Region 2 (Post 820201).
3pp. 58397:171-58397:173.

9107080254 Forwards proprietary analysis performed to evaluate critLillty safety for
non-safe geometry parts of radwaste sys.per V-104 incident.EncI withheld.
TAYLORJ.T., WINSLOW.T.P. General Electric Co. 91/06/19. EBNETER Region 2
(Post 820201). 1p. 58388:284-58388:284.

9107080276 Forwards proprietary analysis performed to evaluate criticality safety for
non-safe geometry parts of nitrate waste sys.Encl withheld.

TAYLOR.J.T. General Electric Co. 91/06/19. EBNETER Region 2 (Post 820201). 1p.
58388:285-58388:285.

9107080285 Forwards proprietary "Criticality Safety Analysis - Review of Criticality
Safety of Unfavorable Geometry Containers in Flouride Waste Stream (V-106 & V-
108)." Rept withheld.

WELFARE.F.G., WINSLOW.T.P. General Electric Co. 91/06/19. EBNETER Region 2
(Post 820201). 1p. 58388:286-58388:286.

9107080214 Confirms arrangements re mgt meeting at Region It ofc on 910625 to dis-
cuss corrective actions following recent criticality safety event & areas of mutual
concern.Agenda encl.

STOHRJ.P. Region 2 (Post 820201). 91/06/21. OGDEN.W. General Electric Co. 2pp.
58397:169-58397:170.

9107100204 Notification of significant licensee meeting on 910625 in Atlanta.GA to con-
duct mgt meeting to discuss corrective actions taken following recent criticality safety
event

STOHRJ.P.  Region 2  (Post 820201).  91/06/21.  Region  2 (Post 820201).   1p.
58394:314-58394:314.

9107020075    Clarifies    requirements    for    decommissioning    financial    assurance
(10CFR70.25).Requirements apply to license renewal application filed on 890523.Cur-
rent license renewal application should be updated to address requirements.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/06/27. WINSLOW.T.P. General Elec-
tric Co. 1p. 58315:328-58315:328.

9107020093 Suppls 910529 rept re unplanned accumulation of U into V-104 waste
treatment tank.No radiation exposures to individuals in excess of limits in
10CFR20.101 or 20.104(a) occurred.

WINSLOW.T.P. General Electric Co. 91 /06/27. Document Control Branch (Document
Control Desk). 1p. 58310:033-58310:034.

9107080145 Ack receipt of 910410 & 0521 Itrs informing NRC of steps taken to correct
violations noted in Insp Rept 70-1113/91-01.

COLLINS.D.M. Region 2 (Post 820201). 91/07/05. OGDEN.W. General Electric Co.
1 p. 58389:199-58389:199.

9107160306 Discusses insp rept 70-1113/91-201 on 910520-24.NO violations or devi-
ations noted.

SHERRJ.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/07/05.
OGDEN.W. General Electric Co. 1p. 58447:011-58447:011.

9107310112 Confirms 910707 verbal authorization granted to plant by NRC to resume
chemical processing operations & associated use of radwaste.nitrate waste & flouride
waste sys at facility.

EBNETER.S.D. Region 2 (Post 820201). 91/07/11. OGDEN.W. General Electric Co.
3pp. 58588:250-58588:252.

9107310249 Trip rept of 910630-0707 visit to plant to discuss forthcoming reporting re-
quirements upon detection of failure of one or more controls re criticality safety & to
obtain feedback on improvements in reporting requirements.

CLARK.A.T. Fuel Cycle Safety Branch. 91/07/12. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 2pp. 58622:135-58622:136.

9107310281 Forwards Amend 20 to License SNM-1097,correcting inadvertent deletion
from License Condition 9 of 841203 & 850206 amend applications.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/07/26. WINSLOW.T.P. General Elec-
tric Co. 1p. 58632:300-58632:305.

-9107310282 Amend 20 to License SNM-1097,correcting inadvertent deletion of Li-
cense Condition 9 of 841203 & 850206 amend applications.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/07/26.1p. 58632:301-58632:301.

-9107310285 Recommends issuance of amend to License SNM-1097,correcting inad-
vertent deletion of License Condition 9 of 841203 & 850206 amend applications.
FLACK.E.D., BIDINGER.G.H. Fuel Cycle Safety Branch. 91/07/26. Fuel Cycle Safety
Branch. 2pp. 58632:302-58632:302.

-9107310286 Advises that neither EIS nor environ assessment warranted re correction
of inadvertent deletion of License Condition 9 from 841203 & 850206 amend applica-
tions.

HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/07/26. Fuel Cycle Safety Branch. 1 p.
58632:303-58632:303.

-9107310289 Forwards UPMP amend license verification.No objections raised to admin-
istrative amend to License SNM-1097, correcting inadvertent deletion from License
Condition 9 refs to 841203 & 850206 amend applications.

OGDEN.W. General Electric Co. 91/07/05. EBNETER Region 2 (Post 820201). 2pp.
58632:304-58632:305.

DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA

9107010055 Forwards insp rept 70-1143/91-02 on 910604.NO unresolved safety issues
or violations noted.

JOYNER.J.H. Region 1 (Post 820201). 91/06/20. D'AMORE.M. Westinghouse Electric
Corp. 2pp. 58247:017-58247:021.

-9107010057  Insp  rept 70-1143/91-02  on  910604-No safety issues  or violations
noted.Maior areas inspected:actions taken to characterize & remediate residual radio-
active soil contamination.
ROTH.J., BORES.RJ. Region 1 (Post 820201). 91/06/18. 3pp. 58247:019-58247:021.

9107230110 Ack receipt of 910624 Itr describing plan for characterization of U-contami-
nated area of Cheswick.PA site, adjacent to bldg S.Determined that plan provides ap-
propriate description of contemplated activities.

JOYNERJ.H. Region 1 (Post 820201). 91/07/10. D'AMORE.M. Westinghouse Electric
Corp. 2pp. 58480:069-58480:092.

-9107230195 Forwards site characterization plan for Cheswick.PA.site.
NARDI.AJ. Westinghouse Electric Corp. 91/06/24. ROTHJ. Region 1 (Post 820201).
25pp. 58480:071-58480:092.

DOCKET 70-1151 WESTINGHOUSE ELECTRBC CORP., PITTSBURGH, PA

9107030349 Informs that Rev 15 to licensee FNMC plan consistent w/10CFR70.32(c) &
acceptable.

SHERR.T.S.  Division  of Safeguards & Transportation  (Post 870413). 91/06/25.
SANDERS.C.F. Westinghouse Electric Corp. 2pp. 58280:335-58280:336.

9107020073    Clarifies    requirements    for    decommissioning    financial    assurance
(10CFR70.25).Requirements apply to license renewal application filed on 900430.Ap-
plication should be updated to address financial assurance requirements.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/06/27. NARDI.AJ. Westinghouse
Electric Corp. 1p. 58315:329-58315:329.

9107220286 Requests briefing re plant operations.matl control & accounting & site
tour,per 910722 visit.

SHERR.T.S.  Division  of Safeguards & Transportation  (Post 870413).  91/07/12.
SANDERS.C.F. Westinghouse Electric Corp. 2pp. 58493:025-58493:026.

9107310073 Confirms arrangements for 910725 meeting & site visit to discuss assess-
ment of performance,regulatory changes & areas of mutual interest.Proposed agenda
encl.

STOHR.J.P. Region 2 (Post 820201). 91/07/17. KOGA.R.H. Westinghouse Electric
Corp. 2pp. 58588:147-58588:149.

-9107310080 Notification of 910725 mgt meeting w/licensee in Columbia.SC to discuss
items of mutual interest.NRC assessment of licensee,licensee self-assessment & up-
coming & proposed regulations.

MCGUIREAR. Region 2 (Post 820201). 91/07/17. Region 2 (Post 820201). 1p.
58588:149-58588:149.

DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA

9107150224 Application for amend to License SNM-1168,to authorize U enrichment to
increase from 4.1% to 5.1 %.Evaluation supporting proposed increase encl.
LESTER.K.S. B&W Fuel Co. 91/07/02. HAUGHNEY.C. Fuel Cycle Safety Branch.
116pp. 58458:001-58458:116.

9107080066 Forwards "Characterization Plan - Wet Weather Stream."
LESTER.K.S. Babcock & Wilcox Co. 91/06/21. HAUGHNEY.C. Fuel Cycle Safety
Branch. 1p. 58415:303-58415:317.

-9107080069 "Characterization Plan - Wet Weather Stream." W/one oversize drawing.
* Babcock & Wilcox Co. 91/06/21.15pp. 58415:304-58415:317.

9107050149 Forwards Amend 3 to License SNM-1168.SER & categorical
exclusion.Amend authorizes licensee to continue to use encl "Guidelines for Decon-
tamination of Facilities..." for release of equipment from controlled to uncontrolled
area.

HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/06/27. LESTER.K.S. B&W Fuel Co.
1 p. 58388:183-58388:192.

-9107050151 Amend 3 to License SNM-1168,authorizing licensee to continue to use
encl "Guidelines for Decontamination of Facilities & Equipment..." for release of
equipment from controlled to uncontrolled area.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/06/27. 3pp. 58388:188-58388:190.

-9107050154 Submits SER re 910422 application for amend to License SNM-1168.au-
thorizing 6-month period to release equipment from controlled to uncontrolled
area.Approval of application recommended.

SQONG.S., B1DINGER.G.H. Fuel Cycle Safety Branch. 91/06/27. Fuel Cycle Safety
Branch. 1 p. 58388:191 -58388:191.

-9107050157 Advises that neither EIS nor environ assessment warranted re 910422
application for amend to License SNM-1168, authorizing 6-month period to release
equipment from controlled to uncontrolled area.

HAUGHNEY.C J. Fuel Cycle Safety Branch. 91/06/27. Fuel Cycle Safety Branch. 1p.
58388:192-58388:192.

9107300199 Forwards Amend 4 to License SNM-1168 & safety evaluation. Amend re-
vises license to reflect revised radiological contingency plan,per 901017 application &
910107suppl.

HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/07/26. LESTER.K.S. B&W Fuel Co.
1 p. 58610:319-58610:325.

-9107300203 Amend 4 to License SNM-1168,reflecting revised radiological contingency
plan,per 901017 application & 910107 suppl.

HAUGHNEY.CJ. Division of Industrial & Medical Nuclear Safety (Post 870729). 91 /
07/26. 3pp. 58610:320-58610:322.

-9107300208 Safety evaluation recommending approval of 910107 revised application
for amend to License SNM-1168 to reflect revised radiological contingency plan.
SOONG.S. Fuel Cycle Safety Branch. 91/07/26.2pp. 58610:323-58610:324.0.2pp. 58427:049-58427:050.
